HIADFORD  ON  AVON  URBAN  DISTRICT  COUNCIL 


POPULATION  (Estimated  Mid-;^ar) 

AREA  

RATEIABIE  VA.LUE  •••  •••  • 
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m.  CHA.IRmN  Am  l.'EIfflERS, 


I beg  to  present  the  Annual  Report  for  the  3«ar  I96I. 

Faithfully  yours, 

JOM  L.  DAVIES. 


VITAL  STATISTICS 


LIVE  BIRTHS 

M. 

F. 

Total 

i960 

1959 

Legitimate  

41 

40 

81 

96 

71 

Illegitimate  

5 

1 

4 

2 

2 

TOTAL  

44 

11 

CRUDE  LIVE  BIRTH  RATE  per  1,000  population 

14.85 

16.89 

12.76 

ILIEGITIMTE  LIVE  BIRTRIS  4. 77^  of  Total  Live  Births 

2.04 

2.8 

CORRECTED  LIVE  BIRTH  RATE-  per  1,000  population 

15.57 

17.63 

13.39 

(Comparability  factor  1,05.) 

STILL  BIRTHS 

M. 

F. 

Total 

Legitimate  

2 

1 

5 

4 

2 

Illegitimate  . . . , 

■- 

- 

TOTAL  

2 

1 

3 

4 

2 

STILL  BIRTH  RATE  per  1,000  live  and  still 


births 

34.09 

39.2 

26,66 

TOTAL  LIVE  AHD  STILL  BIRTHS 

46  42 

88 

102 

75 

TOTAL  DEATHS  FROM  ALL  CAUSES 

39  37 

76 

71 

60 

DEATH  RATE  per  1,000  population 

ALL  CAUSES 

13.22 

12.24 

10.48 

CORRECTED  DEATH  RATE  per  l,000population 

(Comparability  factor  0,92) 

12.16 

11.26 

9.64 

IKPANT  DMTHS  (under  1 jear) 

Legitimate 

2 3 

5 

2 

2 

Illegitimate 

- 

- 

- 

- 

TOTAL 

2 3 

2 

2 

2 

INFANT  ICRTALITY  RATE  per  1,000  Live  Births 

Legitimate 

61.73 

14.1 

Illegitimate 

Nil 

W/k^-10»3jr 

Nil 

TOTAL 

58.82 

20.4 

15.7 

NEO-NATAL  DEATHS  (under  4 weeks) 

1 2 

3 1 

Nil 

EARLY  1®0-NATAL  DEATHS  (under  1 week) 

1 2 

3 1 

Nil 

NEO-NATAL  MORTALITY  RATE  per  1,000 

live  births 

35.29 

9.8 

EARLY  I'lEO-NATAL  MORTALITY  RATE  per  1,000 

live  births 

35.29 

9.8 

PERINATAL  MORTALITY  RATE  (still  births 

and  deaths  \uider  1 week  per  1,000 

live  and  still  births) 

68.18 

48.07 
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MTERNAL  DEATHS  (including  abortion) 

1 

i960 

Nil 

1959 

Nil 

IvIA.TERN^iL  MORTALITY  RATE  per  1,000 
live  and  still  births 

11.36 

Nil 

Nil 

ANALYSIS  OF  DEATHS  FROM  ALL  CAUSES 


Tuberculosis  of  Respiratory  System 

Other  forms  of  Tuberculosis 

Syphilitic  Disease 

Diphtheria 

Whooping  Cough 

rfeningococcal  Infections 

Acute  Poliomyelitis 

Measles 

Other  Infective  and  Parasitic  Diseases 
Ifelignant  Neoplasm,  Stomach 
}/Ialignant  Neoplasm,  Lung,  Bronchus 
Malignant  Neoplasm,  Breast 
Malignant  Neoplasm,  Uterus 
Other  Malignant  and  Lymphatic  Neoplasms 
Leukaemia,  Aleukaemia 
Diabetes 

Vascular  Lesions  of  the  Nervous  System 

Coronary  Disease,  Angina 

Hypertension  with  Heart  Disease 

Other  Heart  Disease 

Other  Circulatory  Disease 

Influenza 

Pneumonia 

Bronchitis 

Other  Diseases  of  the  Respiratory  System 

Ulcer  of  the  Stomach  and  Duodenum 

Gastritis,  Enteritis  and  Diarrhoea 

Nephritis  and  Nephrosis 

Hyperplasia  of  the  Prostate 

Pregnancy,  Childbirth,  Abortion 

Congenital  Malformations 

Other  Defined  and  Ill-defined  Diseases 

Motor  Vehicle  Accidents 

All  other  Accidents 

Suicide 

Homicide  and  Operations  of  V/ar 


CAUSES 

Male 

Female 

Total 

i960 

Total 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1 

1 

1 

4 

- 

4 

1 

- 

1 

1 

5 

- 

4 

2 

6 

6 

- 

- 

- 

- 

1 

1 

1 

6 

8 

14 

8 

11 

3 

14 

14 

- 

- 

- 

- 

5 

10 

13 

13 

2 

- 

2 

3 

- 

- 

- 

- 

2 

2 

4 

2 

- 

- 

- 

2 

- 

- 

- 

- 

- 

- 

- 

2 

- 

- 

- 

- 

- 

- 

- 

1 

- 

- 

- 

- 

1 

1 

- 

1 

1 

2 

1 

3 

7 

10 

4 

- 

- 

- 

1 

3 

- 

3 

1 

- 

- 

- 

4 

— 

— 

— 

39 

37 

76 

71 

-5- 


1961 

INIECTIOUS  DISEASES 


Age  Group 

Scarlet 

Fever 

V/hooping  Cough 

Acute  Poll 
Paralytic 

omyelitis 

Non-para. 

yu 

F. 

}L 

F. 

m:  f: 

— gr 

Under  1 year 

- 

- 

- 

u — 

1 year 

- 

- 

- 

- 

- - 

- 

- 

2 years 

- 

- 

1 

1 

- 

- 

- 

3 years 

- 

- 

- 

- 

- 

- 

- 

4 years 

2 

- 

1 

- 

- 

- 

- 

5-9  years 

2 

2 

1 

- 

i.  i. 

- 

- 

10-14  years 

- 

- 

- 

- 

- 

- 

- 

15*'05  years 

- 

- 

- 

- 

- 

- 

- 

25  and  over 

- 

- 

- 

- 

- - 

- 

- 

Age  unknown 

- 

- 

- 

- 

- 

- 

- 

Totals 

4 

2 

5 

1 

- ~ 

- 

Age  Group 

Measles 

Respiratory 

Tuberculosis 

Non-Re spiratory 
Tuberculosis 

Dysentery 

M. 

F. 

M. 

F. 

M. 

F. 

M.  F. 

■■ 

■ 

•MM 

•MW 

Under  1 year 

- 

- 

- 

- 

- 

- 

1 year 

7 

6 

- 

- 

- 

- 

- 

2 years 

7 

6 

- 

- 

- 

- 

- 

3 years 

5 

6 

- 

- 

- 

- 

- 

4 years 

5 

8 

- 

- 

- 

- 

- 

5-9  years 

31 

28 

- 

- 

- 

- 

- 

10-14  years 

20 

5 

- 

- 

- 

- 

- 

15-25  years 

2 

- 

- 

- 

- 

- 

- 

25  years  and  over 

1 

- 

- 

- 

- 

- 

- 

Age  unknown 

- 

- 

- 

- 

- 

- 

- 

Totals 

76 

57 

- 

- 

- 

- 

Puerperal  Pyrexia 19 

Food  Poisoning — 

Ophthalmia  Neonatorum — 

Acute  Pneumonia 1 (Male) 

Erysipelas — 


It  vdll  be  observed  from  the  above  tables  that  there  was  an  outbreak 

of  Measles  during  the  year. 


-4- 


GEMIRAL  PROVISION  OP  HEALTH  SERVICES  IN  THE  AREA 


Laboratory  Facilities 

The  Public  Health  Laboratory  at  the  Jilanor  Hospital,  Combe  Park, 

Bath,  carries  out  all  bacteriological  examination  of  milk,  ice  cream 
and  other  foods.  Messrs.  Waterfall  & O'Brien  of  Queen's  Square,  Bristol, 
act  as  Consiil ting  Analysts  to  the  Council. 

Hospital  Facilities 

These  are  the  responsibility  of  the  South  Western  Regional  Hospital 
Board, 

The  Bradford  on  Avon  District  Hospital  continues  to  be  available 
for  general  cases  whilst  many  of  the  residents  can,  and  do,  avail 
themselves  of  hospital  facilities  in  Bath, 

The  Berryfield  l/Iaternity  Hospital,  Bradford  on  avon,  is  used  both 
for  local  caises  and  cases  from  the  West  Wilts  Hospitals  Ilanagenent 
Committee's  area, 

Claverton  Hospital,  Bath,  is  the  main  Hospital  for  infectious 
diseases  for  a wide  area  and  all  serious  ones.  Poliomyelitis,  for 
example,  are  admitted  directly  there. 

Other  Facilities 

(1)  Home  Helps;  The  County  Coxincil  Home  Help  Service  gives  great 

assistance  in  cases  of  acute  illness  and  even 
more  in  giving  assistance  in  the  homes  of  aged 
persons, 

(2)  Nursing  in  the  Home;  One  midwife  and  one  niorse  are  available 

for  the  nursing  of  expectant  mothers  and  the  sick 
in  the  home, 

(3)  In  addition  to  the  above,  the  Y/ilts  County  Coimcil  also  provide 

for  the  following  services  in  the  area: 

Ivientsil  Health 

Services  under  part  III  of  the  National  Health 
Service  Act  for  the  prevention  of  illness, 
care  and  after  care,  health  education. 

Ambulances  and  Ambulance  Cars. 

Health  Visiting. 

Child  Welfare, 

Vaccination  and  Immunisation, 

NATIONAL  ASSISTANCE  ACT.  194-8  and  1951 

No  action  had  to  be  taken  under  Section  4-7  dinring  the  year. 
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SANITAKC  COI€)ITIONS  OF  AREA. 


3'"al 

The  water  required  to  supply  the  area  is  obtained  by 
pumping  from  two  wells  in  the  Avoncliff  area  to  the  slow  sand 
filters  and  service  reservoirs  adjacent  ilinsley  Road,  Chlorination 
is  carried  out  by  injectors  installed  at  the  pimiping  stations. 

Consumption  of  water  during  the  year  was  104  million 
gallons,  6 million  gallons  of  which  were  obtained  from  the  Bath 
Corporation,  and  the  Bradford  and  Melksham  R.D.C,  Once  again 
restrictions  on  the  use  of  hose  pipes,  were  introduced  during  the 
summer  months.  Consumption  has  increased  considerably  in  the  past 
few  years,  due  mainly  to  the  increasing  number  of  new  houses;  the 
provision  of  bathrooms  to  old  ones,  and  to  the  general  cm-rent  rise 
in  the  v/ater  used  per  head  of  population. 


Houses 

People 

No,  supplied  direct  from  Public  Mains 

“20^1 

“5M5 

No.  " from  Public  Main  by 

Standpipes 

32 

103 

No,  vvithout  Public  li/Iains  sup|)ly 

4 

11 

(b)  Examination  of  Y/ater  Supplies. 
Chemical  Analysis 


The  following  is  a copy  of  a chemical  analysis  of  the  water 
from  both  wells.  The  result  shows  a high  standard  of  organic 
purity:- 

I>iain  Station  Sub-Station 

Hi.ysical  Examination 

Appearance  Clear,  bright, 

colourless. 

No  sediment. 

Odour  of  Chlorine, 

Free  Chlorine 
1 p.p,m, 

Ceneral  Chemical  Examination 

Reaction  pH  7*3  7*2 


Clear,  bright, 
colourless. 

No  sediment. 
Odourless , 

Free  Chlorine 
0.05  p.p.m. 


PaAts  per  I.iillion 


imimonia  (as  N) 

Free  0.040 

Albuiminoid  0,028 

Chlorine  (as  Chlorides)  21 

eq-uivalent  to  Sodium  Chloride  33 
Oxygen  absorbed  (4  hrs,)  0,11 

Nitrogen  in  Nitrite  - faint  trace  ,001 
Nitrogen  in  Nitrate  4.3 

Total  Solids  430 


0.01 

0.03 

123 

204 

0.26 

.004 

4.3 

691 
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Liain  Statidh 


3ulD-3tation 


Parts  per  I.Iillion 


Loss  on  ignition 

30 

40 

Appearance  on  ignition 

Very  slight 

Very  slight  ' 

charring 

Hardness : Temporary 

238 

228 

Permanent 

77 

_58 

Total 

315 

286 

Lead  and  Copper  - not  detected:  Less  than 

Less  than 

0.1 

0,1 

Bacteriolopfjical 

Samples  of  the  water  in  both  wells  were  taken  and  the 
results  reveal,  that  the  older  of  the  two  wells  continues  to  he 
polluted  with  both  faecal  and  non-faecal  colifurm  organisms. 
Fortunately,  the  results  of  samples  taken  from  the  liistribution 
Plains  indicates  the  effectiveness  of  adequate  chlorination,  as 
all  nine  samples  taken,  were  satisfactory. 


DR.  J.L.  DAVIES,  1VI.B., 

Ch.B.,  D.P.H. 


ANMJAL  REPORT  OF  THE  PUBUC  HEALTH  IM3PECTOR 


FCR  THE  YEAR  1961 


.....3  Chairman  and  Members  of  the  Bradford  on  Avon  Urban  District 

Council: 

.:.']r.  Chairman,  Ladies  and  Gentlemen, 

I have  pleasure  in  presenting  my  Report  for  I96I  - my 
first  full  year  in  office  as  your  Public  Health  Inspector,  Two 
events  distinguished  the  year  - the  retirement  of  Dr,  Jean 
Murray,  Medical  Officer  of  Health,  and  the  opening  of  the  Old 
People's  Flats  at  Aldhelm  Court.  Dr,  i/furray  retired  in  Jiily  after 
33  years  service  to  the  Distinct,  and  will  long  be  remembered 
vlth  affection  by  all  with  -vdiom,  and  for  whom,  she  worked. 

The  opening  of  the  block  of  22  Old  People's  Flats  on  the 
24th  IVIay,  marked  a big  step  forward  in  Bradford  on  Avon's  outlook 
to  the  problem  of  rehousing  old  people.  One  of  the  first  of 
its  kind  in  the  County,  it  ha^  the  advantages  of  preserving 
the  individuals  independence  and  at  the  same  time  providing 
coraimmal  ajranenities  and  recreation  if  so  desired.  The  flats 
virere  planned  to  form  part  of  a comprehensively  designed  site, 
so  that  they  will  not  be  isolated,  but  become  an  integral  ijart  of  the 
community  with  different  generations  occupying  the  variotis  units 
of  accommodation, 

Iviich  of  the  work  carried  out  by  the  Department  arises 
as  a resiilt  of  routine  duties  reqxiired  by  various  statutes,  and 
it  is  hoped  that  this  report  v/ill  indicate  to  some  extent,  the 
wide  scope  of  those  and  other  duties,  in  the  field  of  enviiormiental 
public  health. 

Finally,  may  I express  my  thanks  and  appreciation  to  all 
members  of  the  Council  and  Staff  for  their  co-operation  and 
support  during  the  year. 

Faithfully  yours, 

C.M.  HOISCROVE. 

Public  Health  Inspector, 
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SANITARY  COM)ITIOm  OF  THE  AREA 


FUBIJC  CT;F:/U^IM>  - REFUSE  COLLECTION  AND  DISPOSAL 

Refuse  collection  is  carried  out  once  weekly  from  the  kerbside. 

The  vehicle  used  is  a modern  rear  loading,  fore  and  aft  tipping, 
freighter  with  hydraulic  compressing  ram.  The  service  v/as  satisfactorily 
maintained  throughout  the  year. 

Disposal  of  refuse  continues  to  be  by  means  of  tipping  on  low 
lying  lamd  on  the  South  bank  of  the  river  in  the  Avonfield  area. 
Facilities  here  remain  adequate  and  once  again  I would  like  to 
compliment  Mr,  York  on  the  excellent  condition  in  ■which  he  maintains 
the  Tip, 

SALVAGE 

16  tons  13  cwts  of  bailed  waste  paper  and  fibreboard  were 
despatched  to  the  Board  Iviills  during  the  year. 

SaVAGE  DISFOSAL 


Negotiations  relative  to  the  reconstruction  of  the  oev/age 
\iorks  proceeded  during  the  year,  and  it  is  to  be  hoped  the  time  is 
not  far  distauat  vhen  this  work  vd.ll  be  put  in  hand.  j:ocisting 
plant  and  eq\iipment  continue  to  deteriorate,  and  pollution  of  the 
river  was  an  unavoidable  hazard. 

EFFLUENT  REPORT 

EFFLUENT  from  Council's  Sev/age  Disposal  Works,  sampled  on  Tuesday, 
29th  Augxist,  1961  at  15.23  hrs,  B,S,T.  Recent  weather  ; Dry, 


Physical  Characteristics 


Appearaince:  Greyish-brown,  very 
Sewage  smell. 
Reaction:  pH  7.8 

tiorbid.  Darker 

sediment. 

Chemical  Characteristics 

Ammonia  (as  N) 

Parts  per  Million  Desirable  Standards 

Free 

35 

Not  over  10 

Albuminoid 

3.5 

Not  over  2 

Chlorine  (as  Chlorides) 

200 

equivalent  to  Sodi;am  Chloride 

330 

Oxygen  absorbed  (4  hrs.) 

34 

Nitrogen  in  Nitrite 

nil 

Nitrogen  in  Nitrate 

0.3 

More  -than  10 

Dissolved  Solids 

960 

Siispended  Solids 

131 

Not  over  30 

(continued  overleaf) 
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70  Not  over  20 


Dissolved  Oxygen  absorlDed  after  3 days’  incubation 

(B.O.D.) 


’’Impurity”  figiore 

Stability  Test  No  change  when  incubated  at  37°  0,  for  48  hoiors. 
This  is  an  extremely  unsatisfactory  sample. 


bath 

Once  again  the  sminming  bath  proved  a valuable  amenity  to  the 
town.  Being  of  rather  small  dimensions  (42  ft,  x 16  ft.)  it  was  \ised 
primarily  by  children,  both  in  the  course  of  school  instruction  and 
private  recreation.  The  bath  is  open  for  the  summer  months  only, 
and  this  has  given  rise  to  difficulty  in  finding  a suitable  attendant 
to  supervise  behaviour  and  operate  plant.  Initial  filling  is  from  the 
town  mains  and  thereafter  the  w^ter  is  continuously  treated  by  meajis 
of  filtration,  aeration,  chlorination  and  heating.  Daily  readings  of 
residual  Gilorine  and  pH  values  are  taken  throughout  the  season, 
HOUSING 

This  year  saw  the  completion  of  Phase  I of  the  Co\ancil's 
new  building  site  in  the  Southville  Gardens  area,  which  comprised 
28  three  bedroom  houses,  22  Old  People’s  Flats,  and  1 ‘./arden's  Plat, 
a total  of  31  units.  Of  these,  23  were  used  for  the  purpose  of 
rehousing  families  displaced  as  a result  of  action  taken  under  the 
Housing  Act  1937* 

Number  of  individual  unfit  houises  demolished  . 

Number  of  houses  made  fit  during  year  

Number  of  houses  classified  as  unfit 

C/O  16 
U/T  ^ 

Houses  built  during  the  year. 

By  the  Council  .. 

By  private  enterprise 

Improvement  Grants  approved. 


Discretionary  .•  ..  .•  .,  7 

Standgrd  .,  6 


In  accordance  v\dth  the  Ivlinistry  of  Housing  and  Local  Government 
Circular  No,  2/60,  the  Council's  programme  for  dealing  with  unfit  hoxases 
was  reappraised  in  the  light  of  properties  already  dealt  wdth  in  the 
first  five  year  period.  Since  I955t  scone  103  houses  have  been  deadt  with 
and  the  revised  estimate  indicates  that  (unless  owners  carried  out  works 
of  repair  and  improvement)  some  238  ho\ises  would  have  to  be  dealt  with 


in  the  next  10  years  as  follows 

First  3 years 99 

3-10  years  139 


51 

21 


11 

3 

26 


HOUSIIC  (Cont'd.) 


Improvements  to  Pre-War  Coimcil  Houses. 

The  ViTork  reqiiired  to  provide  all  pre-war  houses  v.dth  a hot 
water  supply  to  hath,  wash  hand  hasin  and  kitchen  sink,  and  the 
provision  of  wash  hand  hasins  where  not  existing,  was  completed 
early  in  this  year.  It  involved  the  installation  of  SS  electric 
heaters  sited  under  the  draining  hoards,  and  the  fixing  of  58 
wash  hand  hasins,  with  ancilliary  plumbing, 

FOOD 

Ivlilk. 

Delegation  hy  the  County  Council  of  functions  under  the 
iviilk  (Special  Designation)  Regulations  ^^60  to  this  Local  Authority, 
was  not  agreed  -until  the  17th  October.  In  the  remaining  period  of 
the  year,  ten  samples  were  taken,  and  all  passed  the  prescribed  tests. 

No,  of  licenced  Distributors  . . 7 

Sampling  (January  1st  to  October  l6th) 

Passed  Did  not  pass 

Crade  Prescribed  Tests  Prescribed  tests 

Tuberculin  Tested  (Pasteurised)  4 7 

Pasteurised  3 2 

All  the  inferior  samples  came  from  one  firm,  licenced  outside 
this  area,  and  who  subsequently  discontinued  dealing  towards  the  end 
of  the  year. 

Ice  Cream 

No,  of  premises  registered  for  the  storage 


and  sale  of  Ice  Cream  ,,  ,.  27 

Results  of  Sampling 

Grade  I Other  Grades 

No,  of  Samples  taken , , , . 23  Nil. 

FOOD  HYGIENE  REGULATIONS  I960 


The  standard  of  hygienic  requirements  for  Pood  Premises  in 
this  area,  is  generally  quite  high.  Routine  periodic  inspections 
v.’ere  carried  out  d-uring  the  year,  and  it  was  not  found  necessary  to 
to  serve  any  formal  notices  under  the  Regxilations, 

RODEI'IT  CONTROL 

Treatment  of  private  hoiases  is  carried  out  without  charge  to 
the  occupiers  and  control  at  business  premises  is  dealt  with  on  a 
time  plios  cost  of  material  basis.  The  part-time  Operator  made  78I 
visits  (including  re-visits)  to  premises  d-uring  -the  year,  in  addition 
to  two  full  treatments  of  the  main  sewers.  The  tip  is  regxilarly  and 
progressively  treated  with  warfarin. 
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CLEAN  AIR  ACT 


Bradford-on-Avon  is  fort;mate  in  not  having  any  serious 
problems  of  atmospheric  pollution.  No  complaints  were  received 
during  the  year,  and  the  emission  of  black  smoke  on  two  occasions 
was  satisfactorily  dealt  with  informally, 

IvDVEABLE  DYffiLLINGS 

There  are  no  licenced  caravan  sites  in  the  Urban  area, 

A few  individual  caravans  on  various  sites  were  inspected  and  found 
to  comply  with  reqiiirements , 

DISEASES  OF  ANIMAIS  (\7ASTE  FOOD)  ORDER  1957 


No.  of  premises  licenced 4 

No,  of  breaches  of  Order Nil, 


The  general  arrangements  are  satisfactory,  and,  having 
regard  to  the  somewhat  vinpleasant  nature  of  the  process,  are  quite 
adequately  controlled. 

EET  ANDviAIS  ACT 

There  is  one  premises  licenced  \inder  the  above  Act,  and 
this  operated  satisfactorily  throughout  the  year, 

FACTORIES  AND  WORKSHOPS 

(l)  IINBPECTIONS  for  purposes  of  provisions  as  to  health. 


Premises 

(1) 

Number 

of 

Register 

(2) 

Ins;^ections 

Number 

Yifritten 

Notices 

(4) 

of: 

Occupiers 

Prosecuted 

(5) 

(i)  Factories  in  which 
Sections  1,2, 3, 4 & 

2 

3 

6 are  to  be  enforced 
by  Local  Authorities 
(ii)  Factories  not 

included  in  (i)  in 
which  Section  7 is 

21 

28 

enforced  by  LocslI 
Authority 

(iii)  Other  premises  in 
which  Section  7 is 
enforced  by  the 

1 

2 

Local  Authority 
(excluding  out- 
workers ’ pr emis  es ) 

I 

l" 

Total 

24 

i 33 

- 
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(2)  Cases  in  which  DEBITS  were  foxind 


J 

No,  cases  in  vhich  defects  found 

No,  of  cases 

I 

Particulars  ] 

(1) 

Pound 

(2) 

Remedied 

(3) 

Referr€ 
to  H.M, 
Inspector 

(4) 

;d 

by  H.M. 
Inspector 

(5) 

in  v;hich 
prosecutions 
were 

instituted 

(6) 

Want  of  cleanliness 
(S.1) 

Overcrowding  (S,2) 

- 

- 

- 

-c 

- 

Unreasonable  temp- 
erature (S,3) 

Inadequate  vent- 
ilation (S.4) 

mm 

Ineffective  drain- 
age of  floors 
(S.6) 

Sanitary  Conven- 
iences (S,7) 
fa)  Insufficient 
(b)  Unsvii  table  or 
defective 

1 

1 

1 

(c)  Not  separate 
for  sexes 

•m 

Other  offences 
against  the  Act 
(Not  including 
offences  relating 

i 

1 

1 

to  outv/ork) 



i 

1 

1 

1 

1 

I 

j 

t 

i 

-13- 


OUT^;ORK 

(Sections  110  and  111) 


Natijre  of  V/ork 

(1) 

^ No,  of  out- 

M workers  in 

^ August  list 

required  by 

Section  ICO 

(1)  (s) 

^ No,  of  cases  of 

default  in 

sending  lists  t 

Council 

— g 

S -P 

O O W 

3 Q) 

O fj  >> 

O <U  3 H 

w 

(4) 

No.  of 

instances  of 

conditions 

I ^ Notices 

served 

i 

I 

i +* 

3 

o 

I 

I U 

I O 

& 

(7) 

Yi^earing  apparel  — 

: making,  etc,,  cleaning 

2 

and  v/ashing 
j Household  linen 

— 

I . 

« Lace,  lace  curtains 

I and  nets 

_ 

I ■ 

- 

I Curtains  and  furniture 
hangings 

mm 

Furniture  and 
upholstery 

Electro-plate 

- 

- 

- 

- 

- 

- 

Pile  making 

- 

- 

- 

- 

- 

- 

Brass  and  brass 
articles 

Fur  pulling 

- 

- 

- 

- 

- 

- 

Iron  and  steel  cables 
and  chains 

3 

J 

Iron  and  steel  einchors 
and  grapnels 

- 

: 

Cart  gear 

- 

- 

mm 

- 

Locks,  latches  & keys 

mm 

- 

- I 

- 

mm 

I Umbrellas,  etc. 

mm 

- 

- 

- 

- 

Artificial  flowers 

- 

- 

- 

- 

- 

j Nets  other  than  wire 
j nets 

_ 

mm 

Tents 

- 

- 

- 

- 

- 

- 

Sacks 

- 

- 

- 

- 

- 

- 

Racquets  and  tennis 
balls 

Paper  bags 

- 

- 

- 

- 

- 

- 

Ivlaking  of  boxes  or 
receptacles  - paper 

•• 

Brush  making 

- 

- 

- . 

- 

- 

- 

Pea  picking 

Totals  caixied  fwd. 

2 

- 

- 

- 

- 

- 
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OUT^J.^ORK  (Continued) 


(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

Totals  brought  fwd. 

2 

from  page  13 

Feather  Sorting 

_ 

_ 

Carding,  etc.  of 
buttons,  etc. 

- 

- 

mm 

Stuffed  toys 

- 

- 

- 

- 

- 

- 

Basket  making 

- 

- 

- 

- 

- 

- 

Chocolates  and 
Sv/eetmeats 

. 

Cos  aques , Chr i s tmas 
Stockings,  etc. 

. 

j 

- 

1 

Textile  v/eaving 

■- 

- 

- 

_ 

— 1 

Lampshades 

•• 

— 

““ 

•• 

TOTAL 

2 

- 

- 

- 

- 

- 

C.  K.  HOIBGRCVE 
Public  Health  Inspector. 
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